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Message Text 


FOR LOU GROB, A/SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV INSTALLATIONS AND MODIFICATIONS 


1 . LOCAL CONTRACTOR HAS COMPLETED OTTAWA AND MONTREAL'S 
CCTV INSTALLATIONS AND SIMILAR SYSTEM PRESENTLY BEING IN- 
STALLED IN TORONTO. THE NEW EQUIPMENT IN OTTAWA IS GREATLY 
SUPERIOR OVER PREVIOUS EQUIPMENT. MONTREAL HAS EXPRESSED 
EQUAL SATISFACTION WITH THEIR SYSTEM. THE ONLY REMAINING 
ITEM CONCERNING OTTAWA IS CABLE CONNECTIONS BETWEEN DAO AND 
CHANCERY WHICH BELL CANADA HAS SCHEDULED. 


2. PREVIOUSLY INSTALLED COAX CABLE IN BASEMENT OF CHANCERY 
CAN NOW BE REMOVED. ALSO, SOME ADDITIONAL FUNDING WILL BE 
NEEDED DUE TO ONE EXTRA CAMERA AT EACH CONGEN. WILL ADVISE 
AMOUNT REQUIRED. ENDERS 
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